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Not Applicable. 

Classification Decision: 

Objectionable. 
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Nil. 


... Please turn over 


tmpE07A.tmp 




Descriptive Note: 

Not Applicable. 


Direction to issue a label has been given on: Not Applicable. 


SUMMARY OF THE REASONS FOR DECISION: 

The magazine entitled Hot Society 2 contains a photographic sequence depicting 
sexual activity between a patient and health professionals. The extent to which the 
story exploits the health theme, including the sexualised use of medical instruments is 
considered to undermine the integrity of the health profession by creating a distorted 
image of reality. 

The creation of such a distorted image is regarded to be injurious to the public good. 
The Classification Office has therefore classified the publication Hot Society 2 as: 
Objectionable. 
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